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SUBJECT GOP REQUESTS CONSULTATION WITH SENIOR OFFICIAL INTER- 
AMERICAN FOUNDATION 

1 . 1 HAVE RECEIVED TODAY THE FOLLOWING NOTE FROM 
FOREIGN MINISTER 

NOGUES QUOTE MR. AMBASSADOR: THIS NOTE IS TO CONFIRM MY CON- 
VERSATION WITH YOUR EXCELLENCY ON THE ACTIVITIES OF THE INTER- 
AMERICAN FOUNDATION (IAF) IN MY COUNTRY, PARTICULARLY THOSE RE- 
LATED TO THE INDIAN GOVERNING COUNCIL )( CONSEJO DIRECTIVO 
INDIGENA) FOR THE SO-CALLED " MARANDU PROJECT.” THE GOVERNMENT 
OF MY COUNTRY IS AWARE OF THE CONDITIONS UNDER WHICH THE INTER- 
AMERICAN FOUNDATION IS OPERATING, AND IT IS ALSO AWARE OF THE 
CONTRIBUTIONS MADE BY SAID FOUNDATION TO CERTAIN INSTITUTIONS 
FOR SPECIFIC PROJECTS OF SOCIAL WELFARE. HOWEVER, AS SOME OF 
THESE PROJECTS REFER TO MATTERS RELATED IN ONE WAY OR ANOTHER 
TO THE NATIONAL SECURITY, I WOULD LIKE TO SUGGEST, BY MEANS OF 
YOUR EXCELLENCY, THAT A SENIOR OFFICIAL OF SAID FOUNDATION COME 
TO MY COUNTRY SO THAT, TOGETHER WITH THE APPROPRIATE PARAGUAYAN 
AUTHORITIES, FUTURE PROJECTS CAN BE STUDIED WITH A VIEW TO 
OBTAINING BETTER RESULTS FROM THE FOUNDATION’S PROJECTS? 

AND TO EXERCISE MORE CONTROL OVER THEM. I AVAIL MYSELF 
OF THIS OPPORTUNITY TO REITERATE TO YOUR EXCELLENCY THE 
ASSURANCE OF MY MOST DISTINGUISHED CONSIDERATION. 

(SIGNED) ALBERTO NOGUESY, FOREIGN MINISTER. END QUOTE 
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2. IN VIEW OF ABOVE, I SUGGEST THAT BILL DYAL PLAN TO COME 
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TO PARAGUAY IN EARLY APRIL. I ALSO SUGGEST THAT HE INFORM 
ME IN ADVANCE OF HIS TRAVEL PLANS SO THAT I CAN CONFIRM THE 
AVAILABILITY OF FOREIGN MINISTER MOGUES. LANDAU 
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